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ecologists generally should give this period more serious attention. The 
evaporimeter which I describe was really called for to meet winter conditions. 

For these reasons I have personally undertaken responsibility for the 
manufacture, calibration and distribution of the "inner-cell wick" evapo- 
rimeters until a more satisfactory arrangement can be made. The patent 
for the instrument is dedicated to the public, meaning that anyone is at lib- 
erty to make and sell it. My only idea in this undertaking is to make avail- 
able calibrated instruments by which comparable records may be obtained 
in all parts of the country. Each instrument issued or recalibrated will be 
compared under out-door conditions with the original standard instrument 
at the Fremont Experiment Station, and every effort will be made to main- 
tain the original condition of the standard. The writer will undertake to 
supply new instruments and to re-calibrate used ones as promptly as pos- 
sible and within the limits of his available time. 

C. G. Bates 

Box 1068, Colorado Springs, Colorado 

Proposed Joint Conservation Committee 

The Conservation Committees chosen by the National Academy of Sci- 
ence, the National Research Council, and the American Association for the 
Advancement of Science met in joint session under the chairmanship of Dr. 
J. C. Merriam in New York on April 9th. A broad point of view was 
taken, and a resolution unanimously passed recommending the formation of 
a continuing joint committee and the selection of an executive agency to 
devote its entire time to this subject. Full information on this important 
step and its future development will appear in Science. 



